

HILLCRE5T MOTEL 

U. S. Highways 66 & 93 
East Entrance of KINGMAN, ARIZONA 
Telephone GReen 251, Box 1222 
Refrigeration and Panel Ray Heat - Ceramic Tiled Baths 
with Tubs and Showers • Wall to Wall Carpeting - Fire¬ 
proof - T.V. - Kitchenettes. 


Earl & Ruth Chambers 


Pub. by form's Pub. House. 

107 8 W. 1st Street. Tempe. Arizona 


Genuine Natural Color Made By DEXTER PRESS, Inc., West Nyack, 
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